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A comprehensive yet portable kit to aid in the sea r ch of 
vehicles and buildings. The kit's contents ore supplied in a fitted 
foam-lined case. Components sucn as o fully 'echargeable 
12W 12V twin tube fluorescent hand lamp, and rigid 12mm 
diameter lamp lit endoscope, a r e included. 



IT CONTENTS 
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Illuminated magnifier head with xB lens 
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EQQQ40Q 


Battery nondle medium [accepts 2 xc cells) 
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IE000S00 


65mm round articulated mirror to fit mes probes 
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EQ0D90D 


38mm round articulated mirror 'o fit mes probes 
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E00160D 


Accessory holder large, adapts 26mm & 1 9mm mirrors and recovery magnet 
to mes probes 
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E001 700 


Mes lamp holder and buib, convers battery handle to torch 
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E00 1 SCO 


Recovery magnet 
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E002000 


Angled extension for probes 
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EQQ21QD 


Rigid mes bulb p r obe 380mm long 
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E00230G 


Straight extension for probes 380mm Ig 
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E00240D 


Stay put flexible mes bulb light probe 
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E00260D 


Cold light mes bulb lignt prone 380mm Ig 
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5mm bore viewing sleeve 1 50mm long to fit 3mm light probe 1 50mm long 
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IE004100 


3mm diameter light p r obe 50mm long 
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IE004300 


3mm diameter light p'obe 1 50mm long 
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IE004400 


3mm diameter light probe 200mm long 
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IE004600 


' 0mm bo r e viewing sleeve 50mm long to fit 3mm lignt probe 50mm long 
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IE004900 


1 Cmm bore viewing sleeve 200mm long to fit 3mm light probe 200mm long 
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IE005400 


7mm dia curved light probe 250m long 
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GEO:::: ICC 


Telescopic inspection arm (s off) 
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GE 00 0300 


Rigid torch arm with torch 
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GE0Q080Q 


65 x T 1 5 rectangular Plano screw tiffing mirror 


(2 cd: 


GEuCiOO:: 


' -UT--I diameter wi ce cl mex : crew fitt no mi nor 
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GEl!::14CC 


65mm dia Plcno screw fitting minor 
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GEQQ21 00 


fluorescent hand lamp uk plug cha'ger 
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GEQG22Q2 


it battery charge' for power pack 
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GE0Q2203 


Rigid endoscope 1 2mm diameter, 300mm long 1 2v 
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Angled military torch 
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SE019001 


foam, lined fitted case 
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GEO 10501 


Spare bulc box containing 


(1 off) 
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-E0Q5DOQ 


Bulb "or 3mm orobe [exposed filament] 


-E005800 


Bulb J or mes probes 
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-E 00590 


Bulb for 7mm o robes 
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RG1 576980 


Bulb 1 2v 1 Ow for endoscope 
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If you would like further Information about ELAMAN, 
or would like to discuss a specific requirement or project, please contact us at: 

Elaman GmbH 
German Security Solutions 
Seitzstr. 23 
80538 Munich 
Germany 

Tel: +49-89-24 20 91 80 
Fax: +49-89-24 20 91 81 
info@elaman.de 
www.elaman.de 




